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1. Delivered 
Chief of the Regulation 
Service Commission, for 
her. 


the revised Loyalty Board procedure to Dr. K. A. Frederic, 
and Advisory Section of the Loyalty Review Board, Civil 
approval. Discussed certain exceptions on the phone with 
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